AMENDMENT NO. 2 AUGUST 2022 
TO 


IS 17514 : 2021 REUSABLE SANITARY PAD / SANITARY NAPKIN / PERIOD 
PANTIES — SPECIFICATION 


(Page 4, clause 12.1) — Insert the following at the end: 
‘k) The information whether the material of the product is biocompatible that is meets the requirement of the 


standard for biocompatibility evaluation — cytotoxicity, irritation and skin sensitization (if applicable).’ 


(TXD 36) 
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